Charles E B. Glenn 
Senior Pa ten t Counsel 
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PHILIP MORRIS 

MANAGEMENT CORP. 

P. O. BOX 26583, RICHMOND VA 23261-6583 PHONE (804) 274-2045 

4201 COMMERCE ROAD, DOOR17, RICHMOND VA 23234 FAX (804) 274-4780 

October 5,1993 
VIA TELECOPY 


Antony Smifh 
Reddie & Grose 
16 Theobalds Road 
London WCIX 8PL 
England 


Re: PM1522-EPO 

R&G 33442 

Dear Antony: 

Thank you for your telecommunication of October 1, 1993. 

I have carefully considered your proposed claims and have discussed the issues with 
members of our technical staff. 

We endose a proposed daim that they seem comfortable with. May I call you 
tomorrow discuss whether it is presentable under EPO practice. 

Very truly yours, 

Charles E. B. Glenn 

/drs 

Attachment 


Source: https://www.industrydo(. ients.ucsf.edu/docs/hzhj0000 
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